EUKEATIDES

25

Metal
No.

Obverse

Reverse

121

122

123

124

125

126

127

12S

129

As on No. 87.
W. 115.

W. 135.

W. 98.
8. -85.

W. 75.
8.-75.    '

W. 59.
8. -75.

W. 48.
8. '7.

W. 58.

S. -7.

W. 49.
R-7X-6.

W. 44.
8. -55.

As on No. 87; indistinct mono-
gram to r.
G.B.

As on No. 87;  no monogram
visible.

G.B.

As on No. 87; to 1. under
horses, M. 27 ; to r. second mono-
gram similar to M. 17, but in-
distinct.

As on No. 87;   no monogram
visible.

As on No. 124.

As on No. 124, but to r. M. 17.

As on No. 124, but to r. Kbu fa.

As on No. 124.